Approved For Release 20^8/1,2 : CIA-RDP61-Qfl763A000200080084-3 




20 1959 


rmmmm iqr t caaptrouer, m> 

ECT ; Deliveries under Contracts So». M -1076 

•ad W~ 67 Q 1 , S*oerol Precision laboratory, 

Iao» 


1 . Baaed «m yaur records, we reqpaated further tnforaatioa 
£mm the eoapaay r e ga rding the subject setter. 

£. ziaeloeed is copy 2 of each of their replies (HPD-6366-59 
Md H 5 B-6367«59). It is negneated that thee# he reviewed end that 
yew atria* this office if you agree or if there still are dieens- 
peecies. We agree with the Contractor about cancelling the one 
itess that hasn’t been delivered. 


Contracting Officer, SFS* 
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^iU: Please advise us if you agree with their accounting. 
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